





INSTALLATION INSTRUCTIONS 





1. Measure distance from top of rail to bot- 2. Position chest upside down and measure 
tom of truck bed. (A) distance from bottom of chest to bottom of 
chest lip. (8B) 





3. Subtract (B) dimension from (A) 
dimension, to arrive at (C) mark. 


4. Drill matching holes in chest 5. Fit chest snugly to truck top rail and drill 
when (C) mark lines up with . holes through chest lip and rail. Secure with 
bottom of chest. Ya" bolts furnished. Drill holes at bottom of 


each leg and bolt to truck floor. 


CROSS CHESTS SPECIAL INSTALLATION OF CROSS 
A Put chest in position on top of pick-up CHESTS WITH SIDE CHESTS 
box rail. When installing side box and cross box com- 
f Drill holes through chest ledge and rail bination, some models of trucks will not per- 
and secure chest with bolts. (Four Y% inch mit use of front leg due to wheel well. In such 
Hette Furnished with each chest.) cases use angle bracket and bolts furnished, 


bolting one side of bracket to cross box and 
other side to side box as shown below. 





KNAACK < 


weather quard. 


| KNAACK® MANUFACTURING COMPANY 
420 E. Terra Cotta Ave. Crystal Lake, IIl.60014 815/459-6020 
Call 800—435-6100 Toll Free 


(except Illinois, Alaska, Hawaii & Canada) 





WEATHER GUARD INSTALLATION INSTRUCTIONS FOR HI-SIDE BOXES 


1. Measure distance from top of rail to 2. This distance becomes ‘’B”’ mark. 
bottom of truck bed. (A) 





4. Fit chest snugly to truck top rail and 
| ; drill holes through chest lip and rail. Secure 
o DRE inatering, Hees In chest when (B) | Tih AS" beste ttuncatuents Delt Vhcileont 


mark lin 
ark lines up with bottom of chest. bottom of each leg and bolt to truck floor. 





INSTALLATION INSTRUCTIONS FOR SHELVES FOR VANS 


1. Place shelf unit in place, backside snug 
against van wall supports. 


2. Drill through back of shelf and wall 
supports of the van. 


3. Secure shelf to wall supports with bolts 
or sheet metal screws. 


4. Drill through mounting brackets and 
truck floor. 


5. Secure brackets to floor with bolts or 
sheet metal screws. 





